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MR. ECCLESTON: Today's date is October 10, 
2001. The time is 833 hours. This is Christopher 
Eccleston of the New York City Fire Department. 
I'm conducting an interview with the following 
individual. 
Q. Please state your name, rank, title and 
assigned command of the Fire Department of the City of 
New York regarding the events of September 11, 2001. 
A. My name is Kevin Kelleher, paramedic, 
assigned to Battalion 20. 


MR. ECCLESTON: Also present in the room is 


PARAMEDIC MARQUEZ: Paramedic Felix Marquez, 

assigned to Battalion 20, shield number 1379. 

Q. Were you assigned to the World Trade Center 
disaster on September 11, 20017 

A. Yes, | was. 

Q. Responding to the call, can you tell me what 
you saw? 

A. Iwas responding down the Sheridan Expressway 
out of the Bronx. We were able to see smoke from both 
towers. We got on the FDR. As we are heading down the 
FDR, we started noticing people coming towards us. 


There was a -- once we got south of the Manhattan 
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Bridge, we couldn't see any -- we could only see one 
tower in the cloud of smoke. 

As we got to the end of the FDR, we tried to 
get to the west side. We got down to the tunnel at the 
end and three quarters of that had been closed down. 
We thought it had collapsed. So we turned around and 
tried heading east towards the World Trade Center. We 
responded to the staging area, it was supposed to be 
Church and Vesey. We were heading west on Maiden Lane, 
when over the air we started hearing people screaming 
that the second tower was coming down. 

At that time, everything just went black. We 
got covered in a cloud of dust and debris. We made a 
quick left-hand turn on Liberty and Trinity Place, | 
believe it is, right on Liberty south and left on 
Broadway. We started heading south on Broadway. We 
got flagged down at Exchange Place and Broadway, where 
a Police Lieutenant complaining of difficulty 
breathing. So we stopped the vehicle there and began 
treatment on him. 

Q. What were the extent of his injuries? 
A. He was complaining of shortness of breath 

basically. We had a physician and an EMT with us at 


the time. 
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Q. Who were the physician and the EMT, do you 
recall their names? 

A. The EMT was Juan Vega. | don't know who the 
physician was. I'm not really sure who the physician 
was. I know he was a pediatrician from Jacobi 
Hospital. 

Q. You brought him with you? 

A. Yes. 

Q. | didn't recall. Do you know the name of the 
EMT? 

A. The EMT is Juan Vega. 

Q. You picked up this police officer and then 
you proceeded where with him? 

A. We proceeded south on Broadway. We were 
trying to clear the area because we didn't know what 
else was in danger of coming down. We wanted to get to 
a safe area. We proceeded down Broadway to Staten 
Island Ferry Terminal at South Ferry. 

Q. When you got down there, what did you do? 

A. We got there, we were met by about a thousand 
civilians. No other public safety personnel. We 
gathered all the civilians up, got them out of the dust 
and debris, got them inside the building. After about 


15 minutes or so, two more ambulances arrived. Some 
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police arrived. 

The police had found a load of busses that 
were lined up by the Staten Island Ferry, so they moved 
everybody that was not injured out of the area on the 
busses. 

Q. Do you know where they took those people? 
A. North. 

PARAMEDIC MARQUEZ: They took them north down 
the FDR, | believe it was, and they were trying to 
load up ferries to get people out of Manhattan, 
into Jersey, and also to Staten Island. 

A. They wanted to get everybody out of the 
area. After we secured the area, anybody that was 
injured for -- we set up a staging area and a treatment 
area at the Staten Island Ferry terminal, on the second 
floor we set the treatment area. Busses were staged 
outside. That's about it. We stayed there for most of 
the rest of the day. 

Q. Can you just indicate on the map | provided 
for you the number 1 where you picked up that injured 
police officer first? 

A. Sure. 

Q. You picked up the injured police officer on 


Exchange and Broadway? 
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A. Yes. 

Q. Then you proceeded to where? 

A. We proceeded to the Staten Island Ferry 
terminal. It's not shown on the map. It's south on 
Broadway. 

Q. What vehicle were you in? 

A. We were in vehicle 110. 

Q. Do you have anything else you would like to 
add to this? 

A. Just that when we were down there, we didn't 
know if we were cut off from the north. That's why we 
secured the Staten Island Ferry terminal. If we had 
patients, the only way we figured we were getting them 
out of there was on the ferry. So we wanted a secure 
area so we could treat them and get them out. It was 
rather eerie not hearing anything on the radio after 
the second tower came down. The radio was dead. Fora 
long time we didn't know if we were the only people 
left down there. 

PARAMEDIC MARQUEZ: It was amazing how 
responding before the second tower fell and all 
the commotion in the street. Once the ball, it 
looked like a ball, was rolling towards us, this 


smoke and debris. Once it hit us, everything just 
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became silent. You could see people screaming and 
yelling but you couldn't hear anybody. Just 

quiet. 

A. (inaudible). 

PARAMEDIC MARQUEZ: Everything just became 
dark, pitch black and quiet. You saw people 
screaming, yelling and running, but you couldn't 
hear anything. Just silence, just complete 
silence. You couldn't hear. 

MR. ECCLESTON: I thank you very much for 
conducting this interview with me. The interview 
is concluded at 840. The setting on the tape 


counter is 143. 


